
OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory institute 
305 South Street, Jamaica Plain, MA 02130 


07/07/2011 


Tara Cappola 

Assistant District Attorney, Plymouth County 


Dear ADA Cappola, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Curriculum Vitae for Annie Do ok h an and Peter Piro 


2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Peter Piro was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerely. 



Annie Dookhan 
Chemist II 
Drag Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II . Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

QC Analyst I. II. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


I Peter Piro 

EDUCATION 

Boston University 

B.A. in Chemistry and Minor in Biology, 1989 
HONORS 

J Magna Cum Laude, 3.6 GPA 
Graduated with Distinction in Chemistry 
Valedictorian of the Chemistry Department 

EXPERIENCE 

Department of Public Healtii/State Laboratory Institute 

I Chemist III, II, 1/Assistant Analyst December 1991-Present 

Supervise the operation and maintenance of the Gas Chromatograph'y/Mass 
Spectrometry Laboratory. Analyze con trolled substances for State and Federal law 
enforcement agencies. Qualified as an expert witness in Massachusetts courts and 
U.S. District Court. 

Massachusetts Health Research Institute 

Laboratory Technician September 1990-December 1991 

Researched the seasonal and special occurrences of DSP and PSP in shellfish 
samples harvested from coastal waters and Georges Bank. 

TRAINING AND ORGANIZATIONS 

* Completed a six-week training course by senior staff within the Department of Public 
Health Drug Analysis laboratory. 

* Appointed Assistant Analyst by the Assistant Commissioner of Public Health in „ 
February 1991. 

* Elected as a Regular Member to the Northeastern Association of Forensic Chemists on 
October 27 ,h 1995. . 

* Completed training in Mass Spectrometry given by the Food and Drug 
Administration/Forensic Chemistry Center on November 2002. 

* Completed training in Mass Spectrometry Troubleshooting and Maintenance, October 
25 th 2002, at Agilent Technologies. . 

* Notary Public since 1993. 



PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Te! (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 




City or Department: 




Police Reference No.: 


Name and Rank of Submitting Officer: 






To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


ff/So_ -jjgf [l_ ft- 
f fJ ffms 21 £t=. 










PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1 : 00 - 3:00 


City or Department: * Police Reference No. 

Name and Rank of Submitting Officer: /fy&J - 



Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


(f P&^ Cfl/lbxiA./*16} fiil \f 







N°- Date Analyzed: / ._ P) A) 

City: Bridgewater Police Dept. ^ / 

Officer: Detective CHRISTOPHER SHAW 


Amount: 446ft0- <$> 

No. Cont: 18 Conf: pc 

Date Rec'd: 05/25/2010 
Gross Wt.: 855.00 


Subst: TAB 

No. Analyzed: <sr2.fc>. Z 

Net Weight: 


# Tests; 


I O 

a O f P '% 


Prelim: o^codO'Ta Finding * Mt. 

$ 7 


City 
Officer 
Def: 
Amount: 
No. Cont: 


Date Analyzed: ^ -(p 

Bridgewater Police Dept. 

Detective CHRISTOPHER SHAW 


Cont: pc 


Date Rec'd: 05/25/2010 
Gross Wt.: 985.00 


Prelim: ^^cockovo. 

Q> 


Subst: TAB 

No. Analyzed: 

Net Weight: ■5'b'b~\ 

# Tests: | OCVO 


Findings: 



Date Analyzed; -(D 

Bridgewater Police Dept. 

Detective CHRISTOPHER SHAW 


City: Bridgewater rom 
Officer: Detective CHRISTO' 
Def: 

Amount: jpH) ^ 

No. Cont: 6 Cont: P b 

Date Rec'd: 05/25/2010 
Gross Wt.: 151.40 


Prelim; O^tockOAjZ 
Q> 


Subst: TAB 

No. Analyzed: 

Net Weight: HO. os 
# Tests: <eD^^ 


Findings: O COCX)^ 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 



AGENCY ANALYST 


Evidence Wt 




PHYSICAL DESCRIPTION: 


^ 'oV-us. v\$.v~\ c V 

V*\ V Sr c. 



Gross Wt { ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: Sab.2, 


\'Q> 


ol\c»j 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAj[_ } _ 

OTHER TESTS 

PTy^Aomon Kr* 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE (>-*■- lb 


GC/MS CONFIRMATORY TEST 
RESULTS CodLO <~<3 

MS 

OPERATOR _ 

DATE G-n-lO 


Revised 7/2005 
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# samples tested: )0 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight ■ 

Net 

Weight 

1 



O.oqqfc 

26 




2 



0.0^3 

27 

X - 

0-SOX.b 


3 



0 . 1 o m 

28 

x - 

O- loos 


4 

. ....... -_ _ 


0- io\o 

29 




5 



(D • 100?” 

30 




6 




31 




7 



a. 

32 




8 



O* \ T.'Sb 

33 

X * 

O-b^O 


9 



n > t x-j ju 

34 

X - 

0 . \2.S% 


10 



O . tlb% 

35 




11 



o < um 

36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 


l™- 11 i—— 

[ n 

22 




47 




23 




48 




24 




49 




25 




50 





^Calculations: 


o, \ 00 S-V Cx \as$-r 0-2^b3 / a 

< 52 b. 2-/ CM \ 2> \ 

~ ^651 


Folk OIG PRR_046073 





MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient- Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Giycolate 
Starch, Corn 
Lactose 
Stearic Add 
FD&C Blue No, 2 

Availability & Manufacturing 

Availability: United States 
AvallabJe-Container-Size: Bottle of 100 

Contact: Covidten Mallinckrodf 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed In a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

30 

Alt Imprints: M30 - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue' 

Shape: Circle 

©1974- 2010 Thomson Reuters. Ail rights reserved. 


} AimmT r tlinktYi FrYrtii^ PAni fh n c/I lKrcs r \« /PT? I ) nit A r-tmnTH /WF PrinfP P-SirK/ 


znnnu) 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HC1 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No, 2 Aluminum Lake 
Lactose (Monohydraie) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Add 
Starch, Corn 

Availability & Manufacturing 

Availability: United States 
Available-Container-Sizes: Bottle of 100; 10X10 
Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or AceiylsaSicyltc Add) 

Registry Numbers: NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006, 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Cirde 

© 1974- 2010 Thomson Reuters, All rights reserved. 


httrv//www thnmsnnhr rnm/hn^/lihtarian/PFDftftnilf Actinnld/nf PrintReaHv 6/7/7010 
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DRUG POWDER ANALYSIS FORM 


a 


SAMPLE# 


AGENCY v?r 


ANALYST 

S' 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

\qYj_*XL CvSSacN 
V*\ l-X ^ CL 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 5b%.\ 


V ^ CAj\L^ y^ Q <£ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTAJ_ \ _ 

OTHER TESTS 

PTKa o < ^q,c9^(L 


PRELIMINARY TEST RESULTS 

RESULTS Q*ac o Kc i\<o_ 

DATE b-2_-tO 


GC/MS CONFIRMATORY TEST 

RESULTS-Qy--y nr t, 

MS 

OPERATOR _ 

DATE b-'l'VTi 


Revised 7/2005 
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M1CR0MEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 


Contact: Covidien Mallinckrodt 


Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 


Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 


Form: Oral Tablet 


Color: Light Biue 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www. thomsonhc.com/hcs/librarian/PFDefaultActionld/pf.PrintReadv 6/7/2010 
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MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule It 

Ingredients 

Active-ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Maliinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or AcelylsalicyJic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. Ail rights reserved. 


http’./Aww.thomsonhc.com/hcs/librarian/PFDefault Actionld/pf.PrintReadv 6/7/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 



No. of samples tested: 


AGENCY - ANALYST 

Evidence Wt 



PHYSICAL DESCRIPTION: 

r\(^v ^c-Cs.vs_rv 
v'N 

«.\S© Co CV\5»£. 


Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 'Iqai 



PRELIMINARY TESTS 

Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 

Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

(YV) O'KUirjUc 


PRELIMINARY TEST RESULTS 
RESULTS_r.rt o a _ 

DATE 2.- (T) 


GC/MS CONFIRMATORY TEST 

RESULTS_ O-^todLc^ 

MS 

OPERATOR S3 ? _ 

DATE GO-iO 


Revised 7/2005 
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MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 
Starch, Corn 

Availability & Manufacturing 

Availability: United States 

Available-Contalner-Sizes: Bottle of 100; 10X10 
Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://wwnv.thomsonlic.com/hcs/Iibrarian/PFDefaultActionId/pf.PrintReadv 6/7/2010 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule 11 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

FD&C Blue No. 2 Aluminum Lake 

Lactose (Monohydrate) 

Cellulose, Microcrystalline 

Silicon Dioxide 

Sodium Starch Glycolate 

Stearic Acid 

Starch, Com 


Availability & Manufacturing 


Availability: 

United States 


Available-Container-Sizes: 

Bottle of 100; 10X10 


Contact: 

Actavis Totowa 


Product ID: 

6527175 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 62152-215-02 

NDC 52152-215-11 


Notes 



Notes: 

Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 


Physical Description 



Imprint: 

A; 215 


Form: 

Ora) Tablet 


Color: 

Blue 


Shape: 

Circle 


© 1974- 2010 Thomson Reuters, All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf.PrintReadv 
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Area Percent / Library Search Report 




Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722105.D 
P. PIRO 

4 Jun 2010 11:56 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC: 722105,D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722105.D Wed Jun 29 14:31:51 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q2-2010\System6\06_04_10\722106.D 
P,PIRO 

4 Jun 2010 12:09 

OXYCODONE STD 

6 

DRUGS 

RTE 


Abundance TIC: 722106.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

5,659 

1903222 

100.00 

100,00 


722106,D Wed Jun 29 14:31:55 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator r 


Data File: 

F:\Q2-2010\System6\06_04_10\722l06.D 

P.PIRO 

4 Jun 2010 12:09 

OXYCODONE STD 

6 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


5.66 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 



Abundance 

80 

60 

40 

2 °; 

O 1 


#148098: Oxycodone 


230 


70 


44 


JU 


116 140 


84 98 

Liu tli, 


201 


187 


161 

M M, 




215 


t n ■ i t pi nr | T I njrttr | 1 T T Y j T v. 1 j 1 ! ri | i i f i i i f i r j J 11 ' f rr rryr rn pTrTpT^TTTT-pTn-yrrr-rpTT-q-i 

m/z,-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


258 

2 f |y 2 2863°% 


722106.D Wed Jun 29 14:31:56 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\72210S.D 
P.PIRO 

4 Jun 2010 12;34 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 7221Q8*D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722108,D Wed Jun 29 14:32:23 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-20I0\System6\06_04_10\722109.D 
P,PIRO 

4 jun 2010 12:47 


ASD 

9 

DRUGS 

RTE 


Abundance 

300000oj 


TIC; 722103.DVdata.ms 
5 ,$69 


2000000 


1000000 


T 


T 


3.274 3,966 

Xrr r ri i ^-r-r" 


Time~> 2.00 2,50 3.00 3.50 4.00 4.50 5.00 5,50 6,00 6,50 


i ] \ i i i t | i i 

7,00 7.50 


8.00 


r - T ~ r ~r -| " i ~T 

8.50 


TT“J—TT 

9.00 


TT-prT 

9.50 


TT"] 


Ret. Time 


Area Area % Ratio % 


3.274 
3,966 
5,669 


265924 

233554 

6422837 


3.84 
3.37 
92,78 


4,14 

3.64 

100,00 


722109.D Wed Jun 29 14:32:27 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2G10\System6\06_04__10\722109.D 

Operator : P.PIRO 

Date Acquired ; 4 Jun 2Q1Q 12:47 

Sample Name : HflHMHMNI 

Submitted by : ASD 

Vial Number : 9 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 3.27 C:\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057 -10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

95 


Abundance Average of 3.237 to 3.369 min.: 722109.D\data’ms (*) 



m/z«> 40 60 80 100 120 140 160 180 20 0 220 24 0 260 280.300 320 340 


Abundance #102726: n-Hexadecanotc acid 



722109.D Wed Jun 29 14:32:27 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q2-2010\System6\06_04__10\722109 . D 

Operator ; P,PIRO 

Date Acquired : 4 Jun 2010 12:47 

Sample Name : 

Submitted by : ASD 

Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\3LI.L Minimum Quality: 80 

C:\Database\NXST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3,97 C:\Database\NISTG8.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

96 


Abundance Average of 3.935 to 4.087 min.: 722109.D\da!a.ms (-} 



Abundance #124580: Octadecanoic acid 



722109,D Wed Jun 29 14:32:27 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data Pile; 


File Name 

F:\Q2-2010\System6\06 04 10\722109.D 


Operator 

P. PIRO 



Date Acquired 

Uumo 12:47 



Sample Name 




Submitted by 

ASD 



Vial Number 

9 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality 

80 


C:\Database\NIST08.L 

Minimum Quality 

80 


C:\Database\PMW__TOX2 . 

L 


PK# RT 

Library/ID 

CAS# Qual 

3 5.67 C:\Database\NIST08.L 




Oxycodone 

' 000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 5.616 to 5.844 min 

: 722109.D\data.ms (-) 




m/z-->_20 40 60 80 100 120 140 160 180 200 220 240 2 60 280 300 320 340 360 380 400 

Abundance #148099; Oxycodone 



722109.D Wed Jun 29 14:32:28 2011 Page 4 


Folk OIG PRR 046091 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2Q10\System6\06_04_10\722111.D 
P.PIRO 

4 Jun 2010 13:13 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TfC: 72211 i.D\daja.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


722111.D Wed Jun 29 14:32:35 2011 


Page 1 


Folk OIG PRR 046092 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2»2010\System6\06_04_10\722112,D 

Operator : P.PIRO 

Date Acquired :^Wur^010 13:25 

Sample Name : 

Submitted by : ASD 

Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 


TIC: 722112.D\dala.ms 


2500000 

2000000 

1500000 

1000000 

500000 


0 



Time~> 2.00 2.50_ 3^00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 6.00. 8,50. 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3.268 164182 3.80 4.08 
3.966 138102 3.20 3.44 
5.664 4019347 93.01 100.00 


722112.D Wed Jun.29 14:32:39 2011 Page 1 


Folk OIG PRR 046093 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2 - 2010\System6\06_G4__lQ\72 2112 . D 
P.PIRO 

4 Jun 2010 13:25 


ASD 
12 

DRUGS 

RTE 


Search Libraries: C:\Database\SLX.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \ Databa se \ PMWJFOX 2 . L 


PKft 

RT 

Library/ID 

CAS# 

Qual 

1 

3.27 

C:\Database\NIST0 8.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

95 



Tridecanoic acid 

000638-53-9 

93 


Abundance 


Average of 3.242 to 3.363 min.; 722112.D\data.ms (-) 


m/z~> 



Abundance 


#102726; n-Hexadecanoic add 



722112 «D wed Jun 29 14:32:39 2011 


Page 2 


Folk OIG PRR 046094 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04__10\722112.D 

Operator : P,PIRO 

Date Acquired : 4 Jun 2010 13:25 

Sample Name ; 

Submitted by : ASD 
Vial Number ; 12 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

3.97 

C:\Database\NIST08.L 
Octadecanoic acid 

Gctadecanoic acid 

Octadecanoic acid 

000057-11-4 

000057-11-4 

000057-11-4 

99 

99 

96 


Abundance Average of 3.940 to 4.051 rnin.: 722112.D\data.ms (-) 




722112.D Wed Jun 29 14:32:39 2011 Page 3 


Folk OIG PRR 046095 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06 

P.PIRO 

4 Jun 2010 13:25 


ASD 

12 

DRUGS 

RTE 


04__1Q\722112 .D 


Search Libraries: C:\Database\SLI.L. 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# . Qual 


5.66 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of 5.606 to 5.823 min.: 722112.D\data.ms (-) 



Abundance 

80 

60 

40 

20 

0 


#148098: Oxycodone 


230 


70 


44 




115 140 



185 

98 

i t i 

|| 

, 161 | 

l! Lilli, J 

rryrr'iVprfV- 




201 


rp 


258 


273 

t Y r t+rp 4 


300 


r T TTTT T 


TTTTTTTT'I 


■pnrrTyTT 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


722112.D Wed Jun 29 14:32:40 2011 


Page 4 


Folk OIG PRR 046096 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\System6\06_04_10\722114.D 

P.PIRO 

4 Jun 2010 13:51 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 722114.D\date.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


722114.D Wed Jun 29 14:32:47 2011 


Page 1 


Folk OIG PRR 046097 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q2-2010\System6\Q6__04_10\722115 . D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 14:03 

Sample Name ; j 

Submitted by : ASD 

Vial Number : 15 

AcquisitionMeth: DRUGS 

Integrator ; RTE 


Abundance TIC: 722115.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.268 

120866 

3.37 

3.49 

5.659 

3463751 

96.63 

100.00 


722115.D wed Jun 29 14:32:52 2011 


Page 1 


Folk OIG PRR 046098 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06__04_10\722115.D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 14:03 

Sample Name : 

Submitted by : ASD 
Vial Number ; 15 

AcquisitionMe th; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Da tabas e\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.27 C:\Database\NISTG8.L 

n-Hexadecanoic acid 000057-10-3 99 
n-Hexadecanoic acid 000057-10-3 95 
Tridecahoic acid 000638-53-9 90 



m/z-> 40. 60. 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 

Abundance #102726: n-Hexadecanoic add 



722115,D Wed Jun 29 14:32:52 2011 Page 2 


Folk OIG PRR 046099 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q2-2010\System6\06_04_10\722115.D 

P.PIRO 

4 Jun 2010 14:03 


15 

DRUGS 

RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NlST08,L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

5.66 

C;\Database\NIST08.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42 - 6 

99 



Oxycodone 

000076-42“6 

99 



405 429 


475 


m/z-> 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 ' 1 


Abundance 


80 


60 


40 


20 


42 


15 


70 


115 


Wril - 


98 


m/z~> 


140 


157 


175 




#148099: Oxycodone 


315 


230 


201 


UL 


258 


286 


( [ i l r ; m 1 ; n-i rp 1 > it ] I , ^ . I ^ I ; ■ i ■ m ■ 1 111 -11 11 1I’ m . 1111 - i ; m T-pi -rrj- r-ri rp 

20 40 60 80 100 1 2 0 140 160 18 0 200 220 240 260 280 300 320 340 360 38Q 400 420 440 4 60_ 


722115.D wed Jun 29 14:32:52 2011 


Page 3 


Folk OIG PRR 046100 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722117.D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 14:29 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TIC: 722117.D\dala.ms 



Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS* * * 


722117.D Wed Jun 29 14:33:02 2011 Page 1 


Folk OIG PRR 046101 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722118.D 
P. PIRO 

4 Jun 2010 14:42 


ASD 

18 

DRUGS 

RTE 


Abundance TIC: 722118,D\data.ms 



Ret. Time 


Area Area % Ratio % 


3,274 
3 . 966 
5.664 


207690 

154192 

5138828 


3.78 
2.80 
93.42 


4,04 
3,00 
100,00 


722118.D Wed Jun 29 14:33:06 2011 Page 1 


Folk OIG PRR 046102 








Area Percent / Library Search Report 


Information from Data Filer 

File Name : F:\Q2-2010\System6\06_04_10\722118.D 

Operator : P,PIRO 

Date Acquired ; 4 Jun 2010 14:42 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisifcionMeth 
Integrator 


ASD 

18 

DRUGS 

RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2,: 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


iibrary/ID 


C;\Database\NIST08,L 
n-Hexadecanoic acid 
n-Hexadecanoic acid 
n-Hexadecanoic acid 


000057-10-3 99 
000057-10-3 99 
000057-10-3 93 


Abundance 


Average of 3.231 to 3.353 min.: 722118.D\data.ms (-) 


115 157 171 185 213 

U T I I. 1 . ^239 1 268281 


U Vf-TS-Vt-T-VrVu-VV^T^rj-7^ r I ^ ^ ' \ * ' ' ! ] , n" r | "Hi . < | ' « < ' j 1 > ' ’ } ^ 1 i f-x-f-j-i | > > i > f < i > rfn 

m (Z~> 40 60 80 100 120 140 160 160 200 220 240 260 280 300 320 340 360 


Abundance 


#102726: n-Hexadecanoic acid 


20 I I T ! '57 171 185 213 256 

Q 1.1 .I'iJ .liL.ilt .J.i . li . i 3 I I . 227 239 

u ) I 1 t' i r j-T-T- r , i a V"T -i V i | I ‘I 1 I | “ I V r -V-pl - i 1 I’V ) I r i I | ri i ^-rr^TH p - V r * | t m- ; - i i i -rpr i tt | i i i i | i i i i p -r -rv- f i i 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


722118 .D 


Wed Jun 29 14:33:06 2011 


Page 2 


Folk OIG PRR 046103 






















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\G2-2010\System6\G6_04__10\722118 ,D 
P.PIRO 

4 Jun 2010 14:42 


ASD 

18 

DRUGS 

RTS 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qua! 

2 

3.97 

C:\Database\NISTG8.L 





Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

98 



Octadecanoic acid 

000057-11-4 

95 




722118,D Wed Jun 29 14:33:07 2011 Page 3 


Folk OIG PRR 046104 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06 
P,PIRO 

4 Jun 2010 14:42 


ASD 
18 

DRUGS 

RTE 


04_10\722118 . D 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality; 80 

C; \Database\PMW_T0X2 . L 


PK# RT Library/ID 


CAS# Qual 


5.66 C:\Database\NIST08,L 
Oxycodone 
Oxycodone 
Oxycodone 


000076“42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 



Abundance 


80 


60 


40 


20 


42 


15 


70 




116 


140 


#148099: Oxycodone 


230 


201 


98 i 157 ^ 


258 


286 


TTTTTTTTTT 


m tz~> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 36 0 380 400 420 440 460 


722118.D Wed Jun 29 14:33:07 2011 Page 4 


Folk OIG PRR 046105 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722120.D 
P,PIRO 

4 Jun 2010 15:07 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 722120.D\data>ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722120,D Wed Jun 29 14:33:16 2011 


Page 1 


Folk OIG PRR 046106 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2G10\System6\06 
P.PIRO 

4 Jun 2010 15:20 


ASD 
21 

DRUGS 

RTE 


04 10\722121.D 


Abundance 

2500000 

2000000 

1500000 

1000000 

500000 


0 


TIC: 722121 .D\data.ms 
5.664 


3.268 3.966 


Time~> 2.00 


■> * T' 1 

2.50 


"T" 


A 


~T 


A 1 


"T 


T 


T -1 




3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8,00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3.268 
3 . 966 
5,664 


178711 3 * 55 3.79 

140165 2.79 2.98 

4710789 93.66 100.00 


722121.D Wed Jun 29 14:33:21 2011 Page 1 


Folk OIG PRR 046107 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2G10\System6\06_04_10\722121,D 

Operator : P.PIRO 

Date Acquired : 15:20 

Sample Name : 

Submitted by : ASD 

Vial Number : 21 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: SO 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMWjTOX2.L 

PK# RT Library/ID CAS# Qua! 


1 3.27 C:\Database\Nl8T08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

95 


Abundance Average of 3.247 to 3.358 min.: 722121.D\daia.ms {-) 

I 6 P 7 P 


80 



Abundance 


#102726: n-Hexadecanoic add 


m/z~> 



722121.D wed Jun 29 14:33:22 2011 Page 2 


Folk OIG PRR 046108 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06 

P.PIRO 

4 Jun 2010 15:20 


ASD 

21 

DRUGS 

RTE 


04_10\722121»D 


Search Libraries: C:\Database\SLI.L Minimum Quality: BO 

C:\Database\NISTQ8.L Minimum Quality: 80 

C:\Database\PMWjTOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 3.97 C:\Database\NlST08,L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

96 




722121.D Wed Jun 29 14:33:22 2011 Page 3 


Folk OIG PRR 046109 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04JL0\722121.D 

Operator : P.PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 21 

AcquisitionMeth; DRUGS 
Integrator : RTE 


^Ui^OlO 15:20 
ASD 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NI3T08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3 5.66 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance Average of 5.611 to 5.844 min.; 722121,D\data,m$ (-) 




722121 *D Wed JUH 29 14:33:23 2011 


Page 4 


Folk OIG PRR 046110 














Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\SyStem6\06 04 10\722123.D 

Operator 

P,PIRO 

Date Acquired 

4 Jun 2010 15:46 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

integrator 

RTE 


Abundance TIC: 722123.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* ** 


722123,D Wed Jun 29 14:33:31 2011 


Page 1 


Folk OIG PRR 046111 







Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-2010\System6\06_04_10\722124.D 

Operator : P.PIRO 

Date Acquired : ^^Jur^20^0 15:58 

Sample Name : 

Submitted by : ASD 

Vial Number : 24 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TfC: 722124,D\dala.ms 

2000000 


1500000 


1000000 


500000 


q l x-prF"i-r-fT'rTTr^Vr r rT-r-fY 

Time-> 2,00 2.50 3.00 3.50 4.00.4.50 ,5,00. . 5,50 6.00 6.50 7.QQ 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.659 

3254387 

100.00 

100.00 



722124,D Wed Jun 29 14:33:35 2011 Page 1 


Folk OIG PRR 046112 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMefch 
Integrator 


F:\Q2-2010\System6\06_04_10\722124.D 
P.PIRO 

15:58 

ASD 

24 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C: \Database\NlST08 , L Minimum Quality-: 80' 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.66 

C:\Database\NISTG8.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



405 


451 48; 


m/z--> 40 60 80 1 00 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 

Abundance 


#148098; Oxycodone 


80 

60 

40 

20 


315 


230 


70 


44 


m/z~> 


115 140 


98 


201 


kjiii 


185 

161 , I | ,. 


258 


286 

tt t Yt t 1 


VI y j Mil l it j 1 i 'l l I I ' • i r I ■ I ■' < I 1 iVyrlYp i 1, V '‘i V^ 1 n -~q-rT-rYy7-t^-T-|-T"rrT L p-T-ri v y-T-i-TT-|-TT-rry-i-rT-rp-f-rTT-7-TT-rp-rrT-p-rT-T-]"r-r7-T-pi " 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


722124.D Wed Jun 29 14:33:35 2011 


Page 2 


Folk OIG PRR 046113 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data Pile: 

F:\Q2-2010\System6\06_04_10\72212G.D 
P.PIRO 

4 Jun 2010 16:24 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 722126*D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


722126.D Wed Jun 29 14:33:44 2011 


Page 1 


Folk OIG PRR 046114 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F; \Q2-2010\System6\06_04_10\722127 ,D 
P.PIRO 

4 Jun 2010 16:37 


ASD 

27 

DRUGS 

RTE 


Abundance TIC: 722127.DVdala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.664 

4576081 

100.00 

100.00 


722127.D Wed Jun 29 14:33:51 2011 


Page 1 


Folk OIG PRR 046115 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\Sysfcem6\06J34JLO\722127.D 

Operator : P.PIRO 

Date Acquired : ^^ui^OlO 16:37 

Sample Name : 

Submitted by : ASD 
Vial Number : 27 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.66 

C:\Database\NIST08,L 

Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 99 
000076-42-6 99 
000076-42-6 99 

Abundance 


Average of 5,616 to 5.812 min,: 722127,D\data,ms (-) 



m/z--> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 080 400 420 440 460 


72 2127 * D Wed Jun 29 14:33:51 2011 Page 2 


Folk OIG PRR 046116 

















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2-2010\System6\06 04 10\722129.D 

Operator 

P. PIRO 

Date Acquired 

4 Jun 2010 17:02 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance TIC: 722129,D\data.m$ 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


722129.D Wed Jun 29 14:33:59 201.1 


Page l 


Folk OIG PRR 046117 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201Q\System6\06_04_10\72213CKD 

Operator : P.PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 30 

AcquisitionMeth: DRUGS 
Integrator : RTE 


^ Jun 2010 17:15 

ASr 


Abundance 

2500000] 

; 2000000I 

I 

\ 

1500000I 

i 

iooooooI 

I 

500000! 


T im e~> 2.00 2.50 3.00 3.50 4.00 4.50.5.0 0 5.50 6 . 00 6.50 7 . 00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5,664 

4109523 

100.00 

100.00 


TIC: 722130.D\data.ms 
5.664 


TT-i-rrx-fr 


1 V ' 1 i-r-|-i"i--v-T T 


TTTTTTTVfTTTTTTTTTTTTT 


t 1 1 ' 1 I 1 ' 1 1 I 11 1 ' I 1 ' 1 ' I ' rrl P m T rrrT l 


722130.D Wed Jun 29 14:34:11 2011 


Page l 


Folk OIG PRR 046118 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisifcionMeth 
Integrator 


F: \Q2-2010\System6\06_04_10\722130 ,D 
P * PIRO 

4 Jun 2010 17:15 


ASD 

30 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Da t aba se\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5,66 

C:\Database\NlST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance Average of 5.811 to 5.817 min.: 722130.D\data,ms {-) 




722130.D Wed Jun 29 14:34:11 2011 


Page 2 


Folk OIG PRR 046119 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\G2-2OlO\3ystem6\Q6__O4JL0\722132.D 
P.PIRO 

4 Jun 2010 17;40 

BLANK 
ASD 
1 

DRUGS 

RTE 



Time~> 2.00 _2,50__3-00_ 3.50 4,00 4,50 5,00 5,50 6.00 6,50 7.00 7,50 6.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NG INTEGRATED PEAKS* * * 


722132.D Wed Jun 29 14:34:17 2011 Page 1 


Folk OIG PRR 046120 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2 010\System6\06_04__10\722133.D 

Operator : P.PIRO 

Date Acquired : 17 : 53 

Sample Name ; 

Submitted by : ASD 

Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTE 




2000000 


1000000 


0 


TIC: 722133.D\data.ms 
5.664 


~T 


nr 


T 


T 1 


~r 


T 




r'br i 


. yrrrrTTT"! 


T 1 




~T 


Time~> 2,00 2,60 3,00 3,60 4,00 4,60 6.00 5.50 8,00 8,60 7,00 7,60 8,00 8,60 9,00 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

5,664 

4699570 

100,00 

100.00 


722133.D Wed Jun 29 14:34:21 2011 


Page 1 


Folk OIG PRR 046121 




Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\System6\06 04 

10\722133 .D 

Operator 

P, PIRO 


Date Acquired 

4 Jun 2010 17:53 


Sample Name 



Submitted by 

ASD 


Vial Number 

33 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Datafoase\8LI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 5.66 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



722133.D Wed Jun 29 14:34:22 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06__D4__10\722135 .D 
P, PIRO 

4 Jun 2010 18:19 

BLANK 
ASD 
1 

DRUGS 

RTE 



Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


722135.D Wed Jun 29 14:34:29 2011 


Page 1 
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Area Percent / Library Search Report 


information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System6\06_04___10\722136 ,D 
P,PIRO 

4 Jun 2010 18:31 


ASD 
36 

DRUGS 

RTE 


Abundance TIC: 722136,D\data,m$ 



Ret. Time 

Area 

Area % 

Ratio % 

5.664 

5187489 

100.00 

100,00 


722136,D Wed Jun 29 14:34:34 2011 


Page 1 


Folk OIG PRR 046124 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q2 -2010\System6\Q6_04__10\72213 6 . D 

Operator : P.PIRO 

Date Acquired : IS : 31 

Sample Name ; 

Submitted by : ASD 

Vial Number : 36 

AcquisitionMeth: DRUGS 
Integrator : RTF 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2,L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.66 

C:\Database\NIST08,L 





Oxycodone 

000076-42 - 6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 




m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


722136.D Wed Jun 29 14:34:34 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2~2010\System6\06_04_10\722138.D 
P.PIRO 

4 Jun 2010 18:57 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC: 722138.D\daia.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


722138.D Wed Jun 29 14:34:48 2011 Page 1 


Folk OIG PRR 046126 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\System\06_Q4__10\722139 >D 
P.PIRO 

4 Jun 2010 19:10 

OXYCODONE STD 

6 

DRUGS 

RTE 


Abundance 


1000000 


500000 


0 


TIC: 722139,D\daia.ms 
5.659 


r-p 


Time~> 2.00 2.50 3.00 3.50 4,00 


> i i i > i i j i > i i j i 1 i 

4,50 5.00 5,50 


6 00 6.50 T.OO 


7.50 8.00 


r T .. p .. r . T . T .. p .. T . T . T „p .. T n ... 

8.60 9.00 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

5.659 

2029085 

100.00 

100.00 


722139.D Wed Jun 29 14:34:53 2011 


Page 1 


Folk OIG PRR 046127 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System6\06_04_10\722139.D 

Operator : P.PIRO 

Date Acquired : 4 Jun 2010 19:10 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 6 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST08.L 

Minimum Quality 

; 80 



C: \Database\PMW_TOX2 . L 



PK# 

RT 

Library/ID 

CAS# I 

2ual 

1 

5.66 

C:\Database\NIST08.L 





Oxycodone 

00Q076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Abundance #148099: Oxycodone 



722139.D wed Jun 29 14:34:54 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System6\06_04_10\722141.D 

P.PIRO 

4 Jun 2010 19:35 

BLANK 
ASD 
1 

DRUGS 

RTF 


Abundance TIC: 72214LD\dala,ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


722141.D Wed Jun 29 14:35:02 2011 Page 1 


Folk OIG PRR 046129 






